RECOLLECTIONS AND REFLECTIONS
omitted to notice something which might have given the clue.
It ought to be said that Sir Oliver Lodge, Professor Richet and Dr. and Mrs Sidgwick observed Eusapia under much more favourable conditions at Professor Hichet's house in an island near Iiyores, and that Sir Oliver is still of opinion that the effects observed there were genuine, and that the failure at Cambridge later was due to her having lost most of her power in the meantime and supplanting it by conjuring. The phenomenon of the bulging-out of curtains without any apparent connection with Eusapia, and when there was no wind also, occurred on the island. The explanation favoured by Lodge is that she had the power of thrusting out a sort of supplementary arm, which has mechanical qualities of pushing or pulling but which is not ordinary flesh and blood. This substance has been named ectoplasm. Lodge, on at least one occasion, thought he could see in the faint light a protuberance stretching out from Eusapia. It looked like a mere stump and not a hand. Within the last few years an Austrian medium, Rudi Schneider, has produced when in a trance phenomena similar to Eusapia's, including the bulging of curtains. Attempts have been made both in Parts and London to photograph the ectoplasm using the invisible infra-red rays, which can be used in the darkened room where these phenomena are supposed to occur. These experiments, however, have not led to any conclusive results. In the experiment in Paris it was thought that the ectoplasm produced an appreciable absorption of the infra-red rays, but in those in London, where infra-red photographs were taken with an apparatus designed by Lord Raylcigh, no effects which could be ascribed to octeplasm were observed. I think that though physical